ETag: "b388a8d258c63b137b9b84aa09eccd07"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 9493
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: HONORABLE EDUARDO C. ROBRENO
x-archive-meta-case-cause: 28:1332 Diversity-Asbestos Litigation
x-archive-meta-case-name: WATZ v. GENERAL ELEC CO et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: paed
x-archive-meta-date-case-filed: 2010-08-20
x-archive-meta-docket-num: 2:10-cv-78948
x-archive-meta-jurisdiction: Diversity
x-archive-meta-jury-demand: Both
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 368 P.I. : Asbestos
x-archive-meta-pacer-case-num: 380806
x-archive-meta-referred-to: MAGISTRATE JUDGE DAVID R. STRAWBRIDGE (Settlement)
x-archive-queue-derive: 0
x-varnish: 684748553
x-upload-date: 2011-05-18T20:26:20.000Z
